AMENDMENT NO. 1 NOVEMBER 2021 
TO 


IS 217 : 2018 CUTBACK BITUMEN — SPECIFICATION 
( Third Revision ) 


(Second cover page, Foreword, para 2) — Insert the following new para at 
the end of para 2: 


‘Due to environmental issues associated with cutback bitumen, its use should be 
restricted only for sites where atmospheric temperature at the time of application 
reaches below 0°C (sub-zero) or for emergency applications.’ 


(PCD 06) 
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